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PRICE LIST FOR ANALYSES,SAMPLING BOTTLES & SAMPLING 

JULY 2018 TO JUNE 2019 

ANALYSES 

COST PER SAMPLE 

# Alkalinity - Phenolphthalien as CaC0 3 

R 49.23 

Alkalinity - Total as CaC0 3 

R 49.23 

Alkalinity - Carbonate as CaC0 3 * (by calc from P- & T-alk on Request) 

R 0.00 

# Bicarbonate as mg CaC0 3 * (by calc from P- & T-alk on Request) 

R 0.00 

# Carbonate as mg CaC0 3 * (by calc from P- & T-alk on Request) 

R 0.00 

# CaC03 saturation pH* 

R 82.07 

Chloride as Cl 

R 51.06 

# Chlorine - free as Cl* 

R 51.06 

# Chlorine - total as Cl* 

R 51.06 

# Chlorophyll "a"* 

R 144.04 

# Colour Pt/Co 

R 41.94 

Conductivity mS/m 

R 44.67 

# Cyanide Free as CN 

R 154.05 

dissolved Oxygen as 0 2 * 

R 87.51 

Fluoride as F 

R 51.06 

# Hardness - Calcium as CaC0 3 * (by calculation from Mg & Ca on Request) 

R 0.00 

# Hardness - Magnesium as CaC0 3 * (by calculation from Mg & Ca on Request) 

R 0.00 

# Hardness - Total as CaC0 3 * 

R 171.43 

# Nitrogen Ammonia as N* 

R 100.32 

Nitrogen Nitrate as N 

R 51.06 

Nitrogen Nitrite as N* 

R 100.32 

# Nitrogen Total Kjeldahl as N* 

R 175.06 

pH 

R 42.65 

# pH - Saturation* 

R 16.39 

Phosphate - Soluble Ortho- as P0 4 

R 93.01 

# Redox Potential 

R 51.06 

Phosphate - total as P0 4 

R 127.65 

# Saturation/Stability Index* 

R 16.26 

# SG* 

R 38.28 

# Silica as Si0 2 

R 91.16 

# Sample preparation/extraction 

R 100.32 

# Solids - Total * (by calculation on Request from Dissolved & Suspended Solids) 

R 0.00 

# Solids - Total Dissolved 

R 87.51 

# Solids - settleable (Imhoff cone)* 

R 38.28 

Solids - Total Suspended* 

R 87.51 

Sulphate as S0 4 

R 51.06 

# Sulphide as S* 

R 129.48 

Temperature (°C) 

R 38.28 

Turbidity NTU 

R 40.13 
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PRICE LIST FOR ANALYSES,SAMPLING BOTTLES & SAMPLING 

JULY 2018 TO JUNE 2019 

ANALYSES 

COST PER SAMPLE 

METALS 

# Aluminium as Al 

R 105.76 

# Arsenic as As 

R 218.85 

# Antimony as Sb 

R 218.85 

# Barium as Ba 

R 100.32 

# Boron as B* 

R 127.65 

# Cadmium as Cd 

R 85.71 

# Calcium as Ca 

R 85.71 

# Chromium as Cr 

R 85.71 

# Chromium VI as Cr 

R 127.65 

# Cobalt as Co 

R 105.76 

# Copper as Cu 

R 85.71 

# Iron as Fe 

R 85.71 

# Lead as Pb 

R 85.71 

# Lithium as Li* 

R 100.32 

# Magnesium as Mg 

R 85.71 

# Manganese as Mn 

R 85.71 

# Molebdenum as Mo 

R 85.71 

# Nickel as Ni 

R 85.71 

# Mercury as Hg 

R 218.85 

# Phosphorus as P* 

R 85.71 

# Potassium as K 

R 85.71 

# Selenium as Se 

R 218.85 

# Silicon as Si* 

R 85.71 

# Silver as Ag 

R 165.95 

# Sodium as Na 

R 85.71 

# Strontium as Sr 

R 85.71 

# Titanium as Ti 

R 100.32 

# Vanadium as V 

R 100.32 

# Zinc as Zn 

R 85.71 

# ICP Scan 

R 455.92 

BACTERIOLOGICAL ANALYSES 

# Algae identification and Enumeration 

R 271.84 

E. Coli (count/100 ml )* 

R 149.56 

Faecal Coliform Count (count/100 ml )* 

R 122.18 

Heterotrophic Plate count (count /I ml) 

R 122.18 

Swabs count (Total coliform)* 

R 122.18 

Swabs count (Faecal coliforms)* 

R 122.18 

Swabs count (E.coli)* 

R 149.56 

Swabs count (Plate count) 

R 122.18 

Total Coliform Count (count/100 ml )* 

R 122.18 
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PRICE LIST FOR ANALYSES,SAMPLING BOTTLES & SAMPLING 

JULY 2018 TO JUNE 2019 


ANALYSES 

COST PER SAMPLE 

ORGANIC ANALYSES 

# Biochemical Oxygen Demand (BOD) 

R 273.52 

Chemical Oxygen Demand (COD)* 

R 118.54 

# Oil and Grease* 

R 264.44 

# Oxygen Absorbed (OA/PV) 

R 91.16 

# Phenolic compounds 

R 273.53 

# Tannin and Lignin - folin phenol reducing agents* 

R 105.76 

# Free and Saline ammonium* 

R 105.76 

dissolved Organic Carbon as C* 

R 203.31 

# Total Organic Carbon* 

R 203.31 

SAMPLING BOTTLES 

Sampling (Local Municipalities) 

500 ml Sterilised Plastic Bottle 

2L Plastic Bottle 

5L Plastic Bottle 

10L Plastic Bottle 

To be sold at the purchase price of the 
batch. 

SAMPLING 

Mileage 

-Chief Albert Luthuli LM (2165 Km @ R2.50/Km) 

R 5 412.50 

- Dipaleseng LM (830km @ R2.50/Km 

R 2 075.00 

- Dr. Pixley Ka Isaka Seme LM (750Km @ R2.50/Km) 

R 1 875.00 

- Govan Mbeki LM ( 890km @ R2.50/Km 

R 2 225.00 

- Lekwa LM (310km @ R2.50/Km) 

R 775.00 

- Mkhondo LM (2300Km @ R2.50/Km) 

R 5 750.00 

- Msukaligwa LM (830Km @ R2.50/Km) 

R 2 075.00 

Sampling: (6 Samples/hr @ R122.28/hour) 

R 20.38 

GENERAL INFORMATION 

1. All prices are VAT exclusive. 

2. Quotations can be obtained on request. 

* : Not Accredited. 

* : Sub-contracted. 
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